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MEMORANDUM FOR: Director of Special Projects 





Co 
17 September 1971 





SUBJECT : Photo Reconnaissance Systems Report No. 110 
I. CORONA 


A. Accomplishments 

CR-15 (Mission 1115) was euccessfully launched from 
VAFB 10 September 1971. The mission is proceeding smoothly 
with no maior problems. 
B. Problems 

No major problems. 
Cc. Projected Status 

1 CR-16, R-25 Backup. 


z. CR-8&, Storage preps. 
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A. General 
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***NOTICE OF REMOVED PAGES*** 


Pages A through G __arenot provided 
because their full text does not contain CORONA, 
ARGON, LANYARD programmatic information. 


